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were without the city, came on, no one resisting
Mm, to the gates of the city or castle where
Pharaoh slept; that with the force of his mighty
tusks, or teeth, he beat down the gates thereof;
but that the tower being shaken also, part of the
building fell down upon the back of the elephant,
and, as the king thought at first, had crushed him
to death.

But that notwithstanding the weight of the
building which fell down was very great, yet that
the elephant by his mighty strength bore itself up
and received no injury by it; but being made
afraid by the great blow it received, it withdrew,
and retired into the desert towards the south.

None of the magicians could interpret this dream,
or rather, they could not agree in their interpreta-
tions of it; some said one thing, some another, so
that Pharaoh received no satisfaction from their in-
terpretations ; whereupon the Arab, who appeared
at court purposely to be called in, was summoned,,
the king being told that he was there.

He came, without any hesitation, at the first call;
and the king, with great appearance of disturbance,
tells him what a strange dream he had had, how it
had disturbed him, and the like, and added, that
none of the interpretations which the wise men
had given of it, were satisfactory to him, or agree-
ing with one another. The Arab having then de-
manded a particular of the king's dream, had it
related to him as above; then he desired to know
what account the magicians had given of it, and
how they had interpreted it; which when he was
told, he expressed some wonder that they should
all amuse the king in such a manner, and should
say nothing but what was perfectly remote from
the case.

But turning to the king, Let not Pharaoh, says
he, be any more disturbed about the interpretation